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USCIB: 


5.2/48 


MEMORANDUM FOR THE MEMBERS OF USCIB : 

Subject: Cancellation of July Meeting. 



24 


2 July 1954 


Owing to a lack of pressing business requiring formal USCIB 
action, the meeting scheduled for 9 July 1954 has been cancelled. 


Deputy 





'H. gy JONES 
Executive Secretary, USCIB 
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